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Reduced service schedule in effect when 


Practice declared in advance by the MBTA. In most cases, 


MS 


announcement made late in the afternoon on the 
prior day. Stay connected to MBTA.com for up- 
to-the minute information. 


Reduced Schedule advisory system The MBTA and Keolis closely monitor 
events to determine if changes to the Commuter Rail schedule are needed. During this time, the 
symbols to the right will communicate service level and impact on passengers. 
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REGULAR SCHEDULE 
Trains will operate on a 
normal schedule. 


REDUCED SCHEDULE NO SERVICE 
Major changes to the regular schedule. Schedules No passenger service on 
also available on MBTA.com and in Boston stations. Commuter Rail. 
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